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oxcart ops fltest 

ARTICLE 129, WADE ELIGH T_79» ‘ O N 15 DEC- .64, 

TAKE OFF AT 132! HOURS FOR i HOUR AND 16- MINUTES, GROSS WEIGHT 121,808 , 
LBS, C„G«, 2fl„3 PERCENT, TAKE OFF DISTANCE > 7700 FT, TAKE OFF SPEED l,, 

215 KTS, PRESSURE ALTITUDE 4438 FT, TEMPERATURE 49 DEGREES. WIND CALM, 
MAXIMUM SPE ED 3,14 MACH^ MAXIMUM ALTITUDE ,78^,000 FT, TINE OVER 2.0 MACH 
THIS FLIGHT 30 MINUTES, TIME OVER 2*6 HACK THIS FLIGHT 20 MINUTES, TIME r 
OVER 3,0 MACH THTS FLIGHT* 15 MINUTES , PURPOSES CRUISE DATA WITH 450 
vfaq gi ?Mft esrHFmfff.. Q BAY AND SPECIAL EQUIPMENT s INS, 

Take OFF AND CLIMB ON 458 keas l ine were .norma* 

S. t JlsJtM yr A ^ D 55f * AT ZJMLZ1 -IDAHO, 


REACHED 


r.n 



25X1A 


43.0 


sag PF FtiFt PUT COULD NOT 'REMEMBER TIME FROM. TAKE OFF TO THIS 
POINT* A 180 DEGREE TURN WAS INITIATED. AT DILLON, MONTANA* 


25X1A 


had been instructed nqt__to adjust powef mhy the tu rn. .and as r^jsulx lost 

6000 FEET* AS HE LEVELED OUT « THE J^fENG STALLED FOLLOWED BY 
A GROSS INCREASE IN FUEL FLOW \ 37,000^ LB.Sf HR,, ALSO LEFT ENGINE 


USAF review(s) 
completed. 



| GROUP 1 
jsUlLUOEU 520 .N AUTO- 
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PACE TWO 


25X1 


EOT— W ENT TO 940 DEGREES, AND REMAINED THERE APPROXIMATELY 10 SECONDS. 
THE EOT DID NOT COME DOWN UNTIL POWER WAS REDUCED to ONE «ALF MIL POWER, 


THEN ABORTED TEST AND [ | LEFT ENGINE FUEL FLOW 

WAS 10,000 LBS AT IDLE AND 4000 LBS^ JOXH-XM ELFNOTNF SHUT nnww . (SEAR 
EXTENSION ON EMERGENCY SYSTEM WAS NORMAL. AS WAS CHUTE DEPLOYMENT,, THE 



INS OPERATION APPEARED TO BE GOOD. 


LIGHTS ON INTERMITTENTLY THROUGHOUT THE FLT, 

END OF MESSAGE 


AD SAS PITCH A, B AND M 
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